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ANALYTICAL FLAVOR SPECIFICATIONS 

A. Objective : To develop analytical and sensory specifications for 
incoming materials and flavors used at the Flavor Center and other QA 
facilities. 

B. Results : All of the German flavors received have been evaluated. Some 
fomulated flavors will require additional determinations for solvent(s) 
content before final specifications can be written. We are currently 
writing specifications for the remaining materials and we anticipate 
completion of all specifications by mid-March. We have also been 
collaborating with Flavor Center personnel on the original set of 
materials which they began evaluating. 

C. Plans : Complete the solvent determinations for the remaining compounded 
German flavors and write specifications for all flavors we have 
evaluated. Review all specifications for accuracy prior to sending them 
to the Flavor Center. 
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